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Contractor Name 


File No. 9343 


Contract Number 


1917-1913 


Purchase Request No . 6T-4-1 


P . R. Amendment Numb er _ - Contractor's Exhibit No.- — 


ITEM 

No. 

PART NUMBER 

NOMENCLATURE 
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TOTAL 
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PRICE 
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ESTIMATED DELIVERY: 


45 DAYS 


Prices are fair and reasonable and 
this Exhibit is hereby approved. 

*1,399.05 ^ 5 7 1960 


Signed :j 

STATINTL 


STATINTL 


AUTHORIZED BY: J 



30 August 60 . . 

Contractor varram-a prices Lumul 
to the price formula in effect on 
cUto e f "thi s E?eha 'te t 4 . 1 July i960 


Signed : , 

Approved For Release 20(1 )2/07/30 : 


10-20-60 


(DATE) 


CONTRACTING OFFICER 




